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FM AMEMBASSY MBABANE 
TO SECSTATE WASHDC 8921 
INFO AMEMBASSY GABORONE 
AMEMBASSY PRETORIA 

CONFIDENTIAL MBABANE 2064 

GABORONE FOR RAO 

PRETORIA FOR RSO 

E.O. 11652: GDS 
TAGS: ASEC.WZ 

SUBJECT: SECURITY OF USG INSTALLATIONS 
REF: MBABANE 1540 

1. IN ADDITION TO SECURITY RECOMMENDATION FOR MBABANE SUGGESTED 
REFTEL, POST RECOMMENDS FURTHER CORRECTIVE MEASURES. 

A. CLOSED CIRCUIT TELEVISION TO COVER THE RECEPTION AREA. 

B. EIGHT (8) PORTABLE WATCHMAN CLOSKS. GSA STOCK NUMBER FSS661A. 

C. ADDITIONAL COPYING MACHINE FOR PUBLIC ACCESS AREA. AT PRESENT. FSL 
HAVE ACCESS TO SECURE AREA TO USE EMBASSY'S ONE COPYING MACHINE. 

2. RSO HAS APPROVED ALL RECOMMENDATIONS. 
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